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SUBJECT: FRENCH POLYCARBONATE CAPACITORS TO HUNGARY - IL 
1560 

REF: COCOM DOC(74)635 

NO OBJECTION REQUEST INFORMATION ON THE TYPES OF ELECTRI- 
CAL MEASURING INSTRUMENTS FOR WHICH THE CAPACITORS ARE IN- 
TENDED, AS WELL AS REASON FOR THE QUANTIY REQUESTED. 
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